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If you are submitting multi-data test tapes, you must:

1.   Include Items 1, 2, and 3 from Enclosure 9, Page 2;

2.   Submit one RDE transmittal sheet per data set;

3.   Submit no less than 5 data sets;

4.   Provide a printout showing the sequence of data sets on the tape
and list them by data set name; and

5.   Include identical internal and external labels.

Once we have notified you that your test data are acceptable, you may
begin submitting SAR tapes with actual student data. Only one acceptable
test tape is required for any institution. We do not require a test tape
each year., and 5 of this enclosure for a
